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CONFIDENTIAL ISLAMABAD 4286 

E.O. 11652: GDS 
TAGS: PGOV, PK 

SUBJECT: GOP PRESIDENT CHAUDHRY REPORTEDLY ILL 

REF: ISLAMABAD 212 

PAK PRESS REPORTS THAT GOP PRESIDENT FAZAL F.LAHI 
CHAUDHRY ENTERED HOSPITAL FOR ROUTINE CHECKUP. WE 
HAVE HEARD RUMORS FROM SEVERAL KNOWLEDGEABLE SOURCES 
THAT HE HAS HAD A MILD HEART ATTACK BUT THAT HIS CONDITION 
IS NOT CONSIDERED DANGEROUS. BYROADE 
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